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Dashboard Hit Ratio Report 





Report Details 


Report By: Michael O’Day 

Hit Ratio Count: 2 

Time Frame: From 01-01-16 To 12-31-18 

Total Records: 109,458 


2 



1 


Contributor 

Record Type 

Records 

1 

Detections 

109,255 

2 

Hits 

203 


Date Created: 10-23-19 
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